
Windows 

Android 

Mantra 

Windows Download MANTRA RD Service: 

URL http://download.mantratecapp.com/Forms/DownLoadFiles 

1) Download User Manual (for any clarification on RD service). 

2) Download RD Services 

3) Download MFSIOO Driver 

URL:- http://download.mantratecapp.com/Forms/DownLoadFiles 

ANDROID Download MANTRA RD Service & Management Client: 

1. Download User manual (for any clarification on RD service). 

htto://download.mantratecaoo.com/StaticDownload/Mantra RD Se 

rvice Manual Android.pdf 

2. Download Mantra RD Services 

httos://plav.google.com/store/aops/details?id=com.mantra.rdservic 

e 

3. Download Mantra Management client: 

httos://olav.google.com/store/aoos/details?id=com.mantra.clientma 

nagement 

Startek 

URL httos://acpl.in.net/RdService.html? 

URL:- httos://acpl.in.net/RdService.html? 

Download : 

1) Windows Certified RD service 

2) Windows support tools 

3) Download Installation guide for RD service-Windows platform (for 
any clarification on RD service). 

Download: 

1) Android RD Service APP(Google Play) 

2) Download Android RD service user manual 
(for any clarification on RD service). 

Morpho 

httos://drive.google.com/ooen?id=lvDm bOd- 

httos://oiav.google.com/store/apos/details?id=com.scl.rdservice 
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Biomatiques 

(IRIS) 

URL http://download.biomatiques.com/ 

Do the registration process and download 

UIDAI Registered Device 2.0: 

Windows: 

1) BiomatiquesRDS EPI-1000 Installer.msi 

Biomatiques RD Service (Google Play) 

(or) 

URL:- http://download.biomatiques.com/ 

Do the registration process and download 

UIDAI Registered Device 2.0: 

Android: 

1) Biomatiques RD Service (Google Play) 




























Precision 

https://pbrdms.precisionbiometric.co.in/RDService/index.html 

https://pbrdms.precisionbiometric.co.in/RDService/index.html 

TATVIK 

httos://rd.tatvikbiosvstems.com/ 

httos://rd.tatvikbiosvstems.com/ 

Secugen 

httos://www.secugenindia.com/download 

https://plav.google.com/store/apps/details?id=com.secugen. rdservice 

(or) 

URL:- https://www.secugenindia.com/download 

Iritech (IRIS) 

https://drive.google.com/ooen?id=lliMgrz5wYWKISIzgcNQwWhnrwYo5lm 

httos://plav.google.com/store/apps/details?id=com.access.iris RD&hl=en 



Iritech 

2120UL 

(IRIS) 

httos://drive.google.com/ooen?id=lQ- 

httDs://plav.aooqle.com/store/apDs/details?id = com.iritech.rdservice 

ovvbiFFvW71M711IUBGk2YvvlimA40 


SYNCBYTE 

URL: htto://www.svncbvte.in/rdservice.html 

1) Download User Manual (for any clarification on RD service). 
https://drive.google.com/uc?export=download&id=lJvXBvp30KA 

mDFMB4eLenJ0luKwa0Ev0M 

2) Download MCOIA RD Services 

httos://drive.google.com/uc?exoort=download&id=lSixQWYTX 

URL: http://www.svncbvte.in/rdservice.htmi 

1. Install Syncbyte RD Service 

Direct Apk: 

https://drive.google.com/uc?export=download&id=lrFltYL3- 

lainYTGTZIXdTgS2BdGu8Fds 

• Install Syncbyte RD Trigger 

https://play.google.com/store/apps/details?id=com.syncbyte. rdtrigger&hl=e 

69u7LcqkQlJRbROrOA7MTW 

3) Download MCOIA Driver 

https://drive.google.com/uc?export=download&id=lJvXBvp30KA 

mDFMB4eLenJ0luKwa0Ev0M 
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Samsung 

SM-T116IR 

(IRIS) 

Not Applicable 

1. How Jeevan Pramaan user can check whether "indialdentityClient" RD 
service is present in Samsung Iris tab or not? 

- User can go to Settings -> About Device -> Biometric Solution Id 

if it is vl.l then RD service is present and 
if it is vl.O then RD service not present. 

2. What to do if not present? 

- The RD service available from T116IRDDU1BQF2 firmware version, so user 
need to update device to the latest firmware version, Settings -> About 

Device ->Software Update 




